mnuE  sPEumiv  iorp. 

123  SUnRISE  HIEHUinv  ROEKUILLE  CEIITRE,  I.  I. 


*7a  *7 he  *7 bade 


UNDERWRITERS  APPROVAL 

ALL  ACTIVE  SPECI ALTY  fixtures  carry  the 
approval  of  the  National  Board  of  Fire  Underwriters. 

PACKING 

ACTIVE  SPECIALTY  fixtures  are  packed  in  indi¬ 
vidual  set  up  boxes  or  corrugated  cartons,  especially 
designed  for  compact,  economical  and  safe  shipping. 

SHIPMENTS 

Unless  otherwise  specified,  our  shipping,  department 
will  exercise  its  best  judgment  in  making  shipments. 

RUSH  ORDERS 

ACTIVE  SPECIALTY  is  prepared  to  meet  any 
reasonable  delivery  date  for  all  regular  items  shown 
in  this  catalog. 

GUARANTEE 

ACTIVE  SPECIALTY  CORPORATION  stands  be¬ 
hind  every  fixture  it  produces  and  assures  proper 
finishing,  wiring,  and  packing. 


FALL— 1940 
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ipecLally  Corpora 

Metropolitan- do  lam  U  ML  Co. 


Le  ^ydctive  Specialty  dc 

president  op  tLe  former  V  V lelropoUlan-^olumbia  f  Hfy 
Sdis  twenty-pive  years  op  experience  guarantees  you  tLe  LiyLest 
standards  op  equality  and  worLmansLip  will  always  Le 
maintained. 


^Sctiue  Specialty  pixtures  Laue  Leen  designed  to  purnisL 
illumination  tLat  is  Lelppul and restpul to  tLe  eyes,  yet  carrying 
out  all  tLe  principles  op  yood  decoration,  d/~n  eacL  instance, 
Special  care  Las  Leen  taLen  to  adapt  tLeSe  desiyns  to  practical 
present  day  needs.  dacL  pixture  will  male  a  contriLution  op 

l  Leauty  to  tLe  Lt 


rea 


\ome. 


dLe  Slctiue  Specialty  dorporation  Las  not  lost  siyLt 
op  tLe  pact  tLat  present  day  competition  demands  LiyL  quality 
at  economical  prices,  and  Las  attained  tLis  end,  Ly  presenting 
pixtures  tLat  are  easily  sa  (a  lie  in  all  respects. 
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Style  303^^ 
3  Light  Fixture 
Spread  15" 
Length  40 
Wired  3  way  Switch 

Style  323 

Same  as  Style  305 
3  Light  Fixture 
Spread  15" 
Length  15" 
Wired  Keyless 


Style  1525 
5  Light  Fixture 
Spread  18" 
Length  16" 

Style  1523 

Same  as  1525 
3  Light  Fixture 
Spread  15" 
Length  16" 
Wired  Keyl  ess 


FINISHES:  Ivory  & 
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Gold,  Bronze  &  Gold,  Bronze  &  Chrome 


< yiCU4X 


Senes 


311 

5"  Back  Plate 
Wired  Switch  Socket 


Style  305 
5  Light  Fixture 
Spread  17' 
Length  40' 
Wired  3  way  Switch 


Style  325 
5  Light  Fixture 
Spread  17' 
Length  15' 
Wired  Keyless 


FINISHES:  Ivory  &  Gold,  Bronze  &  Gold. 
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Style  721 
5"  Back  Plate 
Wired  Pin  Switch 


Style  701 
51/2"  Diameter 
2%"  Height 
Wired  Keyless 


Style  700 
1  Light  Fixture 
Spread  9" 
Length  40" 
Wired  Keyless 


Style  705  —  5  Light  Fixture 
Spread  18"  —  Length  40" 

Wired  Keyless  or  Wired  3  way  Switch 

Style  725  —  Same  as  Style  705 
5  Light  Semi  Flush  —  Wired  Keyless 

Style  703  —  3  Light  Fixture 
(Not  Illustrated) 

Spread  16"  —  Length  40" 

Wired  Keyless  or  Wired  3  way  Switch 

Style  723  —  Same  as  705 

(Not  Illustrated) 

3  Light  Semi  Hush  —  Wired  Keyless 


Style  755 
5  Light  Fixture 
Spread  18” 
Length  40' 
Wired  Keyless  or 
Wired  3  way  Switch 

Style  765 
Same  as  755 
5  Light  Semi  Flush 


(Enlhtttal 

(£roup 


FINISHES:  Polished  Brass,  Bronze  &  Gold,  Pewter  &  Gold. 
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Style  100 

Spread  7 
Length  12" 
Wired  Keyless 
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Style  111 
5"  Back  Plate 
Wired  Pin  Switch 


Style 
5  Light  Fixture 
Spread  18" 
Length  40" 
Wired  Keyless  or 
Wired  3  way  Switch 


Style  125 
5  Light  Semi  Flush 
(Not  Illustrated) 
Wired  Keyless 


Style 

3  Light  Fixture 
Spread  16 
Length  40 
Wired  Keyless  or 
Wired  3  way  Switch 

Style  763 
Same  as  753 

Semi  Flush 

^2. 


(Eolnntal 
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Style  103 
3  Light  Fixture  . 
Spread  16' 
Length  40' 
Wired  Keyless  or 
Wired  3  way  Switch 

Style  123 
3  Light  Semi  Flush 
(Not  Illustrated) 
Wired  Keyless 


FINISHES:  Polished  Brass.  Bronze  &.  Gold.  Pewter  &  Gold. 
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Style  801 

4"  x  6"  Back  Plate 
Wired  Pin  Switch 


e  805 
5  Light  Fixture 
Spread  20" 
Length  40" 
Wired  Keyless  or 
Wired  3  way  Switch 

Style  825 
Same  as  805 
5  Light  Semi  Flush 
Wired  Keyless 


Wired  Keyless 

Style  113 
Same  as  115 
3  Light  Fixture 
Spread  16" 
Length  40" 
Wired  Keyless 


(Enlnn 


FINISHES:  Polished  Brass,  Bronze  &  Gold,  Pewter  &  Gold. 


Style  121 
5"  Back  Plate 
Wired  Pin  Switch 


Style  951 
4"  x  6 "  Back  Plate 
Wired  Pin  Switch 


Style  955 
5  Light  Fixture 
Spread  20" 
Length  40" 
Wired  Keyless  or 
Wired  3  way  Switch 

Style  965 

Same  as  955 
5  Light  Semi  Flush 
Wired  Keyless 


r 
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“600” 


SERIES 


THE 


Style  621 
5"  Back  Plate 
Wired  with  Switch  Socket 


Style  605 
5  Light  Fixture 
Spread  18" 
Length  40" 
Wired  3  Way  Switch 


Style  625 
Flush  5  Light 
Spread  18" 
Length  12" 
Wired  Keyless 

Style  625 

Same  as  625 
Semi  Flush 
Spread  15" 
Length  12" 
Wired  Keyless 


Style  600 
1  Light  Fixture 
Spread  8" 
Length  40" 
Wired  Keyless 


Style  603 
3  Light  Fixture 
Spread  15" 
Length  40" 
Wired  Keyless 
or 

Wired  3  way  Switch 


FINISHES:  Ivory  &  Gold,  Bronze  &  Gold,  Bronze  &  Chrome. 


THE  “FLUSH”  SERIES 


Style  401 
1  Light  Fixture 
7"  Diameter 
Wired  Keyless  or 
Wired  Pull  Chain 


Style  137 
1  Light  Fixture 
5 Vi"  x  33/4" 
Wired  Keyless  or 
Wired  Pull  Chain 


Style  405 
5  Light  Fixture 
13  V2"  Diameter 
Wired  Keyless 


Style  432 
2  Light  Fixture 
9"  Diameter 
Wired  Keyless 

Finishes:  Bronze, 
Bronze  &  Gold, 
Polished  Brass, 
Pewter, 

Pewter  &  Gold 


Style  512 
2  Light  Bracket 
5"  Back  Plate 
Wired  Pin  Switch 


Style  411 
1  Light  Bracket 
5"  Back  Plate 
Wired  Socket  Switch 

Style  411a 
Wired 

Convenient  Outlet 


Style  402 
2  Light  Fixture 
9"  Diameter 
Wired  Keyless 


Style  403 
3  Light  Fixture 
11%"  Diameter 
Wired  Keyless 


Style  453 
3  Light  Fixture 
11"  Diameter 
Wired  Keyless 

Finishes:  Bronze, 
Bronze  &  Gold, 
Polished  Brass, 
Pewter, 

Pewter  &  Gold 


Style  511 
1  Light  Bracket 
5"  Back  Plate 
Wired  Pin  Switch 

Style  511a 
Wired 

Convenient  Outlet 


FINISHES:  Ivory  &  Gold,  Ivory,  White,  White  &  Gold,  Eggshell,  Eggshell  &  Gold, 
Bronze,  Bronze  &  Gold,  Gold. 
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INDIRECT  SERIES 


Style  142 


Indirect  Fixture 
Spread  7%” 

Length  7" 

Wired  Keyl  ess 
Finishes:  Eggshell,  Bronze, 
Polished  Brass 


Style  143 
Indirect  Fixture 
Length  8” 

Wired  Keyless 
:  Eggshell,  Bronze, 
Polished  Brass 


Style  661 
Indirect  Fixture 
Spread  11  Vi’ 

Length  9' 

Finishes:  Eggshell  &  Bronze 
G1  ass  Dish  in  Assorted  Colors 


Style  140 
Indirect  Fixture 
Spread  9" 

Length  8^/2" 

Wired  Keyless 
Finishes:  Eggshell,  Bronze 
Polished  Brass 


Style 

Indirect  Fixture 
Crystal  Rim 
Spread  10^/2  " 

Length  9" 

Eggshell  &  Bronze 
G1  ass  Dish  in  Assorted  Colors 


I 


Style  651 


Indirect  Fixture 
Spread  lO1/^ 

Length  9” 

Finishes:  Eggshell  &  Bronze 
Glass  Dish  in  Assorted  Colors 
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KITCHEN  SERIES 


Style  204 
1  Light  Fixture 
Spread  6" 
Length  5" 
Wired  Keyl  ess 


Style  203 
1  Light  Fixture 
Spread  5" 
Length  1" 
Wired  Keyless 


Style  608 
8”  Diameter 
*W  High 
Wired  2  Light 


Style  474 
Light  Fixture 
Glass  9" 
Fitter  4' 
ired  Keyless 


Style  475 
4"  x  9''  Glass 
with  Metal  Louvre 
Fitter  4" 
Wired  Kevless 


Style  610 
10”  Diameter 
4%"  High 
Wired  2  Light 


Style  604 

4"  x  9"  Glass 

Style  604a 


4"  x  7"  G1 


ass 


Wired  Keyless  or  Pull  Chain 


FINISHES:  Polished  B  rass,  Chrome  Plated,  Bronze,  Sprayed  Enamels. 
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BATHROOM  BRACKETS 


Style  207 
3%x6%  Back  Plate 
Wired  with  Turn  Knob 
Switch  Socket 


Style  208 
4%  Dia.  Back  Plate 
ired  with  Turn  Knob 
Switch  Socket 


Style  711 
6*4x4%  Back  Plate 
Wired  with  Pull  Chain 
Socket 


Style  811 
3%x6%  Back  Plate 
Wired  with  Pull  Chain 
Socket 


Style  611 
3%x6  Back  Plate 
Wired  with  Pull  Chain 
Socket 


Style  209 
3%x6%  Back  Plate 
Wired  with  Turn  Knob 
Switch  Socket 


Style  210 
6*4x4%  Back  Plate 
Wired  with  Pull  Chain 
Socket 


Style  211 
3%x6%  Back  Plate 
Wired  with  Pull  Chain 
Socket 


ALL  FIXTURES  WIRED  WITH  AND  WITHOUT  CONVENIENT  OUTLET 


FINISHES 


Chrome,  Sprayed  Enamels. 
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Style  133 
Spread  6y2" 
Length  1" 
Wired  Keyless 


Style  134 
Spread  4" 
Length  7” 
Wired  Keyless 


Style  135 
Spread  5"  x  4" 
Length  71/2 
Wired  Keyless 


Style  136 
Spread  5" 
Length  8'' 
Wired  Keyless 


FINISHES:  Polished  Brass,  Chrome,  Bronze,  Sprayed  Enamels. 


Style  130 

Crystal  Adapters 
Spread  5 y2" 

Length  314" 

Wired  Keyless 

FINISHES : 


Style  131 

Crystal  Adapters 
Spread  7" 

Length  3%” 

Wired  Keyless 

Polished  Brass,  Chrome.  Bronze, 


Style  132 

Crystal  Adapters 
Spread  7" 
Length  3%" 
^ired  Keyless 

Sprayed  Enamels. 


Style  138 
Spread  6" 
Length  4%" 
Wired  Keyless 


Style  139 
Spread  7" 
Length  4%" 
Wired  Keyless 


Style  201 
Spread  4*4" 
Length  8" 
Wired  Keyless 


FINISHES:  Polished  Brass,  Chrome,  Bronze,  Sprayed  Enamels. 


Style  205 
Outside  Bracket 
Spread  5" 
Length  9^4" 
Wired  Keyless 


Style  205A 
On  Chain 
Spread  5" 
Length  40” 
Wired  Keyless 


Style  206 
Spread  5” 
Length  8^4" 
Extends  6” 


FINISHES:  Polished  Brass,  Copper,  Black 
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